vnLUCOCfficd 

V50/51 Surface Vertical Rod 
Parts Catalog 



03/01/10 


V50/51 Parts Breakdown 



Page 1 


SV Centercase Assembly 

Detex Part # 101463 



POSITION “B". 


NOTE: Not all parts listed are available for individual purchase. 
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SV Top Latch Assembly 

Detex Part # 101464 
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SV Bottom Bolt, Rod Assembly and Bottom Bracket 



(P/N 103536) 


Rod Cover/Bottom Bolt Guard Kit 

P/N: 

103558-1 V50x84xRCxBG 

103558-2 V50x96xRCxBG 

103558-3 V50x1 20xRCxBG 

103558-4 V51x84xRC 

103558-5 V51x96xRC 

103558-6 V51x120xRC 

103558-7 V50x84xRC 

103558-8 V50x96xRC 

103558-9 V50x120xRC 

Bottom Bolt Guard Kit 

P/N: 103562 


Bottom Bolt Guard Assembly 

(p/n 103562) 



NOTE: Not all parts listed are available for individual purchase. 
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V50 TOP AND BOTTOM ROD COVERS 



NOTE: Not all parts listed are available for individual purchase. 
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